BILL NO. S-71-05-/f 


SPECIAL ORDINANCE NO. S- ^ /C - 7/ 

AN ORDINANCE approving contract with GENERAL 
ELECTRIC SUPPLY COMPANY for 50,000 feet of 
Weatherproof Line Wire for the Light Construction 
Department. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. The contract approved May 14, 1971 between 

the City of Fort Wayne, by and through its Mayor and the Board 

of Public Works, and GENERAL ELECTRIC SUPPLY COMPANY, for: 

50,000 Weatherproof Line Wire, code name 
"Kittle-Poly", for the Light Construction 
Department , 

for a total cost of $4,837.50, all as more particularly set 
forth on CITY UTILITIES PURCHASE ORDER NO. 1486, which is by 
reference incorporated herein and made part hereof, is hereby 
in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
sffect from and after its passage and approval by the Mayor. 



Read the first time in full and on motion by ^ seconded by 

_ and duly adopted, read the second time by title and referred 


to the (Committee on) 




f nnrl t fk. I 1 1/ l.'i'Ty m- 


rnmmieRinr. -Fn-i- T-of ntnmpnHflU nrti — ( a n y i"Pub ^ ^ c H ea ring t e b e liBld' dftdr dllh tergal nsitirr, 

f\t M ill M f^tiambeis. LllV Hatt, Tui.!. Waynn, Tndiana . nn 

‘"T 19 , at 


Date: cr'- - 7 / 









Read the third time in full and on motion by 


seconded by 




City Clerk 






and duly adopted, placed on its passage. 


Passed (heST*) by the following vote: 




AYES 

Adams 
Dunifon 
Fay 
Geake 
Nuckols 
Robinson 
Rousseau 
Steigerwald 
Tipton 


NAYS 




ABSTAINED 


ABSENT to -wit: 






Date 


L- 1! 







City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Inning M n p) f nnnnnl) f ftnnr— ° ^ Ordinance Hto a t dLUfei «m» 9 <^- 7 / 



Bill No. S-71-05-19 


REPORT OF THE COMMITTEE ON riTTY TTTTT.TTTffc; 

We, your Committee on City ntil itiaH to whom was referred an Ordinance 

approving contract with GENERAL ELECTThTC. SJTPJT.Y COMPANY for 50,000 feet of 

■ Weatherproof Line.¥ire-i:nr the Light Cons-truction. Department, 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance ^ P.ASS. 

JACK K. DITOTFON, Chairman 

WILLIAM K. CEAKKj Vi pfi-nhfli.i?mfl.n 

THOMAS C. ATI AMS 

JOHN NTTCKOT.S 

HER BERT C. TIPTON 



DATL_i-l^I-li__-FUAD G. BONAHOOM, CITY CLERK 


